Message 


From: Lobik Stephen [slobik@facil.umass.edu] 

Sent: 12/6/2010 5:00:03 PM 

To: Hanchett, James (DPH) [James.Hanchett@state.ma.us] 

Subject: RE: Alera Shelves 


I'll find out when there will be lights and keep you posted. 


Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 


(T) 413-545-6516 
(F) 413-545-3684 


slobik@facil.mnass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Monday, December 06, 2010 11:56 AM 
To: Lobik Stephen 
Subject: RE: Alera Shelves 


I am ready but the electrician isn’t. There are no lights in 243. 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Monday, December 06, 2010 11:51 AM 
To: Hanchett, James (DPH) 

Subject: RE: Alera Shelves 

! purchased new shelves for 243 and they are available to install whenever you wish. ! have no idea why they are 
moving shelves. I can install the new shelves anytime you wish. Just let me know. 


Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 

Sent: Monday, December 06, 2010 11:49 AM 
To: Lobik Stephen 
Subject: RE: Alera Shelves 

They are moving shelving out of 255 and moving it to 243. They want to get in there soon. Seems like a waste if the 
shelves are available for 243. 


Folk OIG PRR 095838 









From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Monday, December 06, 2010 11:37 AM 
To: Hanchett, James (DPH) 

Subject: RE: Alera Shelves 

Jim, 

i wouldn't bother filling up the room and moving them twice. We can hold off and install them when you move the 
evidence out of 224B. Do you want: them installed in 243 or hold off? Just let me know. 

Thanks, 

Stephen 


Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 

(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Hanchett, James (DPH) [mailto:James.Hanchett@state.ma.us] 
Sent: Monday, December 06, 2010 10:39 AM 
To: Lobik Stephen 
Subject: RE: Alera Shelves 

Would they fit temporarily in N224A? 


From: Lobik Stephen [mailto:slobik@facil.umass.edu] 

Sent: Monday, December 06, 2010 10:01 AM 
To: Hanchett, James (DPH); Pocsik Mark 
Subject: FW: Alera Shelves 

Jim 

The storage shelves are ready to be delivered. When would you like them delivered? 

Stephen 

Stephen Lobik 

Capital Project Manager 

Facilities & Campus Planning Division 

University of Massachusetts 


Folk OIG PRR 095839 











(T) 413-545-6516 

(F) 413-545-3684 
slobik@facil.umass.edu 

From: Stuart [mailto:stuart@lexingtongroupinc.com] 

Sent: Sunday, December 05, 2010 8:02 AM 
To: Lobik Stephen 
Subject: Alera Shelves 

Hi Steve, 

I have an order for you for 18 Alera Metal shelves on quote # 14824 for Morrill 224B and 223. 

Is the space ready to receive them? I can deliver today Monday the 6 th if you get back to me earlier enough. 

Thanks 

Stuart 


Folk OIG PRR 095840 



